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R. Periodic operating reports ft related correspondence

9109060027 Forwards "NPDES Discharge Monitoring Rept for Susquehanna Steam
Electric Station for Jul 1991." No noncompliances noted during reporting period.On
910709 & 10,approx 75,000 gallons of circulating river water discharged to drains.
FIELDS.J.S. Pennsylvania Power & Light Co. 91/08/23. WILKES.J.J. Pennsylvania,
Commonwealth of, 1p. 59032:152-59032:163.

-9109060028 "NPDES Discharge Monitoring Rept for Susquehanna Steam Electric Sta-
tion for Jul 1991."
FIELDS.J.S. Pennsylvania Power & Light Co. 91/07/31. 11pp. 59032:153-59032:163.

9109040461 Forwards "Susquehanna Steam Electric Station Semiannual Radioactive
Effluent Release Rept.Jan-June 1991" & "Susquehanna Steam Electric Station
ODCM."

KEISER.H.W. Pennsylvania Power & Light Co. 91/08/29. MARTIN.T.T. Region 1 (Post
820201). 1 p. 59017:168-59017:222.

-9109040462 "Susquehanna Steam Electric Station Semiannual Effluent & Waste Dis-
posal Rept,Jan-June 1991."

CARSON.B.H.. BARCLAY.R.K.. DOTY.R.L Pennsylvania Power & Light Co. 91/06/30.
45pp. 59017:169-59017:213.

-9109040465 "Susquehanna Steam Electric Station ODCM."

BARCLAY.R.K..  SHANK.K.E.   Pennsylvania  Power   &  Light  Co.   91/08/29.   9pp.
59017:214-59017:222.

9109040472 Forwards semiannual fitness-for-duty performance rept covering Jan-June
1991."

KEISER.H.W. Pennsylvania Power & Light Co. 91/08/29. BUTLER.W.R. Project Direc-
torate I-2. 3pp. 59003:002-59003:006.

9109240143 Monthly operating repts for Aug 1991 for Susquehanna Steam Electric
Station.W/910916 Itr.

FULLER.LL.   KEISER.H.W.   Pennsylvania  Power  &   Light Co.  91/08/31.   10pp.
59189:261-59189:270.

9109090128 Forwards summary rept of safety evaluations approved during 1990,per
10CFR50.59.

KEISER.H.W. Pennsylvania Power & Light Co. 91/09/03. MARTIN.T.T. Region 1 (Post
820201). 185pp. 59056:075-59056:231.

S. Reportable occurrences, LERs & related correspondence

9109040328 LER 91-009-00:on 910731,main steam line radiation monitor B
failed.resulting in actuation of Div B reactor protection & main steam isolation
sys.Caused by failure of capacitor in monitor power supply.Monitor repaired.W/910828

LLOYD.H..   STANLEY.H.G.   Pennsylvania   Power   &   Light   Co.   91/08/28.   4pp.
58981:217-58981:220.

9109040364 LER 91-008-00:on 910731.RPS scram & MSIV isolation occurred. Caused
by foreign matl in relay stator & rotor of Montour switchyard & random failure of ca-
pacitor in main steam line radiation monitor.Procedures revised.W/910830 Itr.
WEHRY.R.R.. STANLEY.H.G. Pennsylvania Power & Light Co.  91/08/30.  16pp.
59009:060-59009:075.

9109090261 LER 91-010-00:on 910805.ESF actuation occurred when reactor mode
switch inadvertently placed in run rather than startup/ hot standby.Caused by person-
nel error.Reactor mode switch returned to shutdown.W/910903 Itr.
CRIST.M.L.   STANLEY.H.G.   Pennsylvania   Power   &   Light   Co.   91/09/03.   4pp.
59059:316-59059:319.

9109200160 LER 91-011-00:on 910819,unsealed openings in fire rated barriers
occurred.Caused by openings not property sealed. Identified openings sealed to
assure integrity of fire rated barrier restored.W/910918 Itr.

DAVIS.S.E.,  STANLEY.H.G.   Pennsylvania  Power  &   Light   Co.   91/09/18.   4pp.
59195:072-59195:075.

V. Operator Examinations

9109270115 Extends invitation to power reactor operator license examiners/training
manager meeting on 911106-07 in Region I ofc to provide forum for discussion of var-
ious topics & issues re operator licensing function.

HODGES.M.W. Region 1 (Post 820201). 91/09/19. KEISER.H.W. Pennsylvania Power
& Light Co. 4pp. 59217:091-59217:094.
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F. Security, medical, emergency & fire protection plans

9109040083 Responds to NRC 910730 request for addl info re Rev 4 to fire protection
review reptRev 4 to "App R Multiple High Impedance Fault Analysis" encl.
KBSER.H.W. Pennsylvania Power & Light Co. 91/08/29. BUTLER.W.R. Project Direc-
torate I-2. 6pp. 58977:001-58978:174.

-9109040095 "App R Multiple High Impedance Fault Analysis."
* Stone & Webster Engineering Corp. * ASTA, Inc. SEA-EE-194 R04. 91/03/22.
500pp. 58977:007-58978:174.

9109040404 Advises that util developed new set of emergency action levels based on
NUMARC Rept NESP-007.currently under review by NRC.Requests that NRC attend
910916 & 17 independent review of proposed emergency action levels.
KEISER.H.W. Pennsylvania Power & Light Co. 91/08/29. ERICKSON.R.A. Emergency
Preparedness Branch. 2pp. 59003:078-59003:079.

9109090005 Forwards insp repts 50-387/91-12 & 50-388/91-12 on 910729- 0802.No
safety concerns or violations observed.

JOYNER.J.H. Region 1 (Post 820201). 91/08/30. KEISER.H.W. Pennsylvania Power
& Light Co. 3pp. 59000:068-59000:082. *

-9109090008 Insp repts 50-387/91-12 & 50-388/91-12 on 910729-0802.No violations
noted.Major areas inspectedrmgt controls for programs.licensee program for QC ana-
lytical measurements & meteorological monitoring program.
STRUCKMEYER.R. Region 1 (Post 820201). 91/08/28. 12pp. 59000:071-59000:082.

9109240003 Forwards safety insp repts 50-387/91-10 & 50-388/91-10 on 910625-
0812.NO violations noted.Event re reactor scram w/ MSIV closure considered signifi-
cant due to complications that challenged operator ability to mitigate transient.
BLOUGH.A.R. Region 1 (Post 820201). 91/09/12. KEISER.H.W. Pennsylvania Power
& Light Co. 3pp. 59182:125-59182:157.

-9109240004 Safety insp repts 50-387/91-10 & 50-388/91-10 on 910625-0812.No vio-
lations noted.Major areas inspected: operations,radiological controls.maint/surevil-
lance testing, emergency preparedness & security.

' WHITE.J. Region 1 (Post 820201), 91/09/13. 30pp. 59182:128-59182:157.

9109240431 Informs that A Sourmany will be contacting licensee emergency prepared-
ness coordinator to schedule visit re emergency telecommunications sys site survey.
RALEIGH.JJ. Project Directorate I-2. 91/09/16. KEISER.H.W. Pennsylvania Power &
Light Co. 4pp. 59192:329-59192:332.

9109260039 Rev 255 to Emergency Plan Implementation Procedures table of contents
& Rev 81 to form index.W/910917 Itr.
KEISER.H.W. Pennsylvania Power & Light Co. 91/09/17. 4pp. 59218:229-59218:232.

9109300147 Forwards Change F to plant security training & qualification plan for
review.Change withheld (ref 10CFR50.54(p)).

KEISER.H.W. Pennsylvania Power & Light Co. 91/09/27. MARTIN.T.T. Region 1 (Post
820201). 1p. 59261:112-59261:112.

K. Utility Final Safety Analysis Report (FSAR) & amends

9109190083 Forwards Rev 44 to FSAR.Rev submitted as result of commitments con-
tained in util 910426 Itr to revise FSAR to reflect design of isolation for Class 1E cir-
cuits from non-Class 1E circuits.

KEISER.H.W. Pennsylvania Power & Light Co. 91/08/29. BUTLER.W.R. Project Direc-
torate I-2. 1p. 59148:006-59148:068.

-9109190085 Rev 44 to FSAR for Susquehanna Steam Electric Station.Units 1 & 2.
KEISER.H.W. Pennsylvania Power & Light Co. 91/08/29. 62pp. 59148:007-59148:068.

P. Operating license stage documents & correspondence

8907170156 Discusses telcon w/utils concerning implementation of 10CFR20 & Tech
Spec Section 6 requirements for high radiation area controls.
WIGGINTONJ. Radiation Protection Branch. 89/06/21. PASCIAK.WJ. Region 1 (Post
820201). POTTER.J.P. Region 2 (Post 820201). SCHUMACHER.M.C. Region 3 (Post
820201). 1p. 59215:290-59215:290.

9109120182 Summary of 910808 meeting w/PP&L & GE at NRC headquaters re power
uprate amend request using GE guidelines.List of attendees & copy of all nonproprie-

1-1. 36pp.

tary slides encl.
STRANSKY.R.

Project Directorate IIM. 91/08/19. Project Directorate
59081:001-59081:036.

9109030292 Notification of significant licensee meeting 91-93,rev 1, w/util on 910823 to
present results of organizational effectiveness review.

WHITE.J.R. Region 1   (Post 820201). 91/08/21. Region 1   (Post 820201). 3pp.
58952:309-58952:311.

9109040437 Responds to NRC 910801 request for addl info on Topical Rept PP&L-NF-
90-001 re licensing methods.plan for U1C7.

KEISER.H.W. Pennsylvania Power & Light Co. 91/08/29. BUTLER.W.R. Project Direc-
torate I-2.14pp. 58995:283-58995:305.

9109040461 Forwards "Susquehanna Steam Electric Station Semiannual Radioactive
Effluent Release Rept.Jan-June 1991" & "Susquehanna Steam Electric Station
ODCM."

KEISER.H.W. Pennsylvania Power & Light Co. 91/08/29. MARTIN.T.T. Region 1 (Post
820201), 1p. 59017:168-59017:222.

-9109040465 "Susquehanna Steam Electric Station ODCM."
BARCLAY.R.K.,   SHANK.K.E.   Pennsylvania  Power  &   Light  Co.   91/08/29.  9pp.
59017:214-59017:222.

9109100220 Application for Amends 147 & 101 to Licenses NPF-14 & NPF-
22,respectively,changing Tech Specs for HPCI sys low pressure surveillance test acc-
petance criteria.

KEISER.H.W. Pennsylvania Power & Light Co. 91/09/04. BUTLER.W.R. Project Direc-
torate I-2. 7pp. 59083:071-59083:079.

-9109100228 Proposed Tech Specs for HPCI sys low pressure surveillance test accept-
ance criteria.
* Pennsylvania Power & Light Co. 91/09/04. 5pp. 59083:078-59083:079.

9109120266 Discusses failure to meet commitment re installation of corrosion rate
monitors.per Generic Ltr 89-13.

KEISER.H.W. Pennsylvania Power & Light Co. 91/09/09. MARTIN.T.T. Region 1 (Post
820201). 2pp. 59111:331-59111:332.

addl info re licensee 910418 request

Kr facility.
1/09/10. KEISER.H.W. Pennsylvania Power &

9109180126 Forwards staff comments.requesting s
for change to TS of RSC pressure-temp limits for
RALEIGH.J.J. Project Directorate I-2. 91/09/10.

H.JJ.       .
Light Co. 4pp. 59133:339-59133:342.

9109200149 Provides progress of Region I 910220-21 engineering symposium action
items.including  guidance  on  operability  &  reportability.endorsing   NSAC-125  for
10CFR59.59 reviews & training of NRC personnel in mod process.
LANNING.W. Region 1 (Post 820201). 91/09/10. KEISER.H.W. Pennsylvania Power &
Light Co. 3pp. 59156:195-59156:197.

9109230098 Transmits "Evaluation of 9 by 9 Fuel Impact on Stability of Susquehanna-2
at End of Cycle 4." documenting results of ORNL noise data analysis.
RALEIGH.JJ. Project Directorate I-2. 91/09/12. KEISER.H.W. Pennsylvania Power &
Light Co. 3pp. 59191:001-59191:013.ion 1 (Post 820201). 91/09/13. 30pp. 59182:128-59182:157.
